LAROCHE-POSAY 

LABORATOIRE DERMATOLOGIQUE 


LA ROCHE-POSAY. 
RECOMMENDED BY OVER 25,000 
DERMATOLOGISTS. >> 
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LABORATOIRE DERMATOLOGIQUE 
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AN ACTIVE THERMAL SPRING WATER FOR THE SKIN 


A UNIQUE COMPOSITION, NATURALLY RICH IN 
ANTIOXIDANT SELENIUM 


Soothing 
Anti-irritant 
Decongestant 
Antioxidant and protective 
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LA ROCHE-POSAY 

LABORATOIRE DERMATOLOGIQUE 


EAU THERMALE 

PEAUX SENSIBLES 

Naturellement anti-oxydante 
Apaise et adoucit 

THERMAL 
SPRING WATER 

SENSITIVE SKIN 

Natural antioxidant 
Soothes and softens 


150g . 


Sans conservator 

Preservative-free 

Made in France 
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HYDRAPHASE Dry Dehydrated Skin 




HYDRAPHASE 

UV INTENSE LIGHT 

Normal to combination 
sensitive .dehydrated skin. 
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LA ROCHE-POSAY 


HYDRAPHASE 

RICHE 


INTENSIVE REHYDRA TING CAM 
LONG-LASTING EFFICACY 



HYDRAPHASE 

UV INTENSE RICH 


HYDRAPHASE 

yeux'eyes 


hi 

<1 franc* 


HYDRAPHASE 

INTENSE EYES 

Rehydration for sensitive skin 
Anti-puffiness action. 


Dry to very dry 
sensitive .dehydrated skin. 



EFFACLAR Imperfections & Clogged Pores 


LA ROCHE-POSAY 

LAB0RAT0IRE DERMAT0L0GIQUE 


CLEANSING 


SEVERE IMPERFECTIONS 
AND CLOGGED PORES 


IRREGULAR 
SKIN TEXTURE 


MULTI-COMPENSATING 
SOOTHING MOISTURIZER 
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EFFACLAR 


Ga MOUSSANT PWUHANT 
PEALTX GRASSES ET SENSIBEES 

Smww-pHU 

PUWFYING FOAMING Ga 
FOR OILY SENSmVESWN 

Stup**. pH55 


sans para ben / paraben-hw 


50 ml . Made in France 



EFFACLAR 

FOAMING GEL 




LA ROCHE-POSAY 

UttMTOU OCRMATOCCdOJi 


EFFACLAR 


lotion ASTWNG£NT£ 
NCftO-EXfOUANTC 


astwngent lotion 

HCRO.£XfOUANT 



EFFACLAR 

Astringent Lotion 






g 

■/ 
LA ROCHE-POSAY 

LABORATOIRE DsRHATGlOGIQUE 

■ 

LA ROCHE-POSAY 

• a )MTO*W OflWATOCOQQm 

1 


Ml 

LA ROCHE-POSAY 

LUC4ATOM OCT HATCH OOQUt 

EFFACLAR A.I. 




EFFACLAR K 

CORRECTEUR CIBLE 

des Eruptions cutanEes 

TARGETED BREAKOUT 
CORRECTOR 

EFFACLAR 

DUOwj 



-emovatrsig caai 

fOR OILY SKIN 

ssisparaben/Mraben-fe 

SOIN 

»NT HPERFECTIOW 
CORRECTED 
OE MCRUSTANH 
• I1 ARO,* 
CORRECTIVE I 
ONClOGGING CAIt 
AV 'IPERFECTIO* 




15 ml. Made in France 
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EFFACLAR A.I 

EFFACLAR DUO+ 


EFFACLAR K (+) 

• TTT imperfections deeply • 

Anti imperfections. 

• Smooth the skin texture. 

• Targeted Corrector • 

Corrective 

unclogging 

• TTT repeated pore-clogging 

• Apply locally 

Fights against marks. 

• TTT recurrent blackheads 




• controlled shine 

• Evening/whole face 
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EFFACLAR H 

mydratant apa&ant 
MU lTlCOMPtNSATBJR 

CONfCKT lONGUC O0II& 
MULTl-COMP£NSATWC 

SOOTHING MCKSTURIZER 



EFFACLAR H 

Moisturize oily 
skin weakened by 
drying skin care 
products 





CICAPLAST Accelerated Repair Of Sensitive Irritated Or Altered Skin. 
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LA ROCHE-POSAY j 


CICAPLAST 




CICAPLAST LAVANT B5 



Purifying soothing foam 




CICAPLAST PRO-RECOVERY 

Accelerates epidermal repair 

after minor derma, procedures 


CICAPLAST BAUME B5 

Soothing repairing Balm 


CICAPLAST MAINS 

BARRIER REPAIRING CREAM 


CICAPLAST LEVRES 

BARRIER REPAIRING BALM 



LIPIKAR Extreme Dryness For Sensitive And Atopic Skin 


CLEANSING 


TREATMENT 
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LA ROCHE-POSAY 

LABORATOIRE PHARMACEUTIQUE 


LIPIKAR 

SURGRAS 

PAIN PHYSIOLOGIQUE 
ANTI-DESSECHEMENT 
S«hcr«Ks «w«nw$ d« I'cafam « dt ri*)he 

SEIFENSTUCK - RUCKFETTEND 
OHNEAUSZUTROCKNEN 
Fur sc hr eroclwnc Hint bet Kindem uod Ervrachsenen 


I 50 g . Made in France 



SYNDET 


GEL-CREME NETTOYANT 
ANTI-IRRITATIONS 

Protection anti-calcaire 
sans savon. sans parfum. sans paraben 



CLEANSING BODY CREAM-GEL 
ANTI-IRRITATION 

Protection against hard water 
soap-free, fragrance-free, paraben-free 


200 ml . Made in France 




LA ROCHE-POSAY 

LASCAATOIAE PHARMACEUTIQUE 


LIPIKAR 

HUILE 

HtAE LAVANTE RELI PI DANTE 
ANTI-IRRITATIONS 

Usage quotidaen - Oouche et ban 
sorts paraben 


JMO-RE PLENISHING CLEANSMG Ot 
ANTI-IRRITATION 

Drty use - Shower and bKh 
parabon-free 


200 ml 6.76 FL.0Z. 
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LIPIKAR 

BAUME /\P~j- 

Avec de I'eau thermale de La Roche-Posay 

BAUME RELIPIDANT 
ANTI-IRRITATIONS 

anti-grattage 

LIPID-REPLENISHING BALM 
ANTI-IRRITATION 
ANTI-SCRATCHING 


200 ml- 6.76 FL.OZ. Made in France 
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LIPIKAR 

LIPIKAR SYNDET 

CLEANSING OIL 

k 

Lipid-Enriched 

Soap-free, Fragrance-free. 

Lipid-Replenishing 

k. 

Cleansing Bar 

Paraben-free 

Cleansing Oil 




Anti-Irritation Paraben-Free 





hahdi 





LIPIKAR BAUME AP+ 

Lipid-Replenishing balm. 
Very dry, irritated, atopic skin. 
Babies, children and adults. 
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CLEANSING MICELLAR FOAMING WATER 

SENSITIVE SKIN 
Purifies, softens and respects 
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TOLERIANE 

A>cc de r»w thermit 4* L» 


SOIN PROTECTEUR 
APAISANT 

SOOTHING 
PROTECTIVE SKINCARE 


Made in France 


TOLERIANE 

Soothing Protective Skincare 

Instantaneously moisturizes and soothes heating and irritations 
in combination to normal to combination intolerant skin. 




PIGMENTCLAR DARK SPOTS, DULL AND UNEVEN COMPLEXION 
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PIGMENTCLAR 

SERUM 

*V 'XCMCS 
W.iHtKAIt 
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LA ROCHE-POSAY 

UUOUATO*! MIWA’CAOdOU 


PIGMENT CONTR 

SCRUM COARECTR* 
CONCtNTM 


scrum concentrado 

COAAETOA ^CHENT CONTROL 





SENSI WHITE 

lotiomM 



■COTHMG 

•cevngiodon 
...Tft AVAN*H 


JOO»n: MadeinErana 



PIGMENTCLAR UV SPF 30 

SKIN TONE CORRECTING 
DAILY MOISTURISER 



PIGMENTCLAR SERUM 

INTENSIVE DARK SPOT 
CORRECTING SERUM 


PIGMENTCLAR EYES 

DARK CIRCLE SKIN- 
EVENING CORRECTOR 


PIGMENT CONTROL 

Serum For Dark Spots 


SENSI WHITE SENSI WHITE 

FOAMING CREAM BRIGHTENING LOTION. FOR 

ASIAN SENSITIVE SKIN 




REDERMIC Anti-aging For Sensitive skin 



i 


LA ROCHE*PO$AY 


REDERMIC C 

UVSPF 25 

VNS 

>: COU&£M 0 tfT 
AS'i ««StTFlfia<Tf 
AS ' < MMURRMAC 
WW&KHaM 



REDERMIC C UV 
SENSITIVE SKIN FILL-IN CARE. 
ANTI-WRINKLE. FIRMNESS 
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YEUX/EYES 
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REDERMIC C EYES 
EYES FILL-IN CARE 
Anti-Wrinkle. Firmness 


I 

LA ROCHE-POSAY 

LABORATOIRE DERMATOLOGIQUE 



ANTHELIOS VeryH igh UVA-UVB Protection Recommended By Dermatologists .. 
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ANTHELIOS XL 

SPF 50+ DRY TOUCH GEL-CREAM 

ANTI-SHINE. 

Fragrance-free. Paraben-free 



ANTHELIOS XL 
MATTE FLUID SPF 50+ 

ANTI-SHINE. 

Fragrance-free. Paraben-free. 



ANTHELIOS XL 
SPF 50+ 

CREAM COMFORT 

Non-perfumed. Paraben-free 



LA ROCHE-POSAY 
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ANTHELIOS XL 
SPF 50+ TINTED 
FLUID ULTRA-LIGHT 

Fragrance-free. Paraben free 



ANTHELIOS XL 
SPF 50+ BB TINTED 
CREAM COMFORT 

Non perfumed. Paraben-free. 










ANTHELIOS VeryH igh UVA-UVB Protection Recommended By Dermatologists .. 


LA ROCHE-POSAY 

LABORATOIRE PHARMACEUTIQUE 



J\ ROCHE-POSAY 

AKAA7QIIU DtRMATOLOOQUf 


aNTHELIOS ka 


DRATANT PROTECTS* 
QUOTIDIEN SPF 100 

DAHY PROTECTIVE 
MOISTURIZER SPf 100 


ANTHELIOS KA 

Daily protective moisturizing care 
non-greasy emulsion, (all skin types) 
Pump bottle with dosing dispenser 50ml 



50 ml. Made in France 


KERIUM 

La Roche-Posay Hair and scalp Care .. 


LA ROCHE-POSAY 

LABORATOIRE DERMATOLOGIQUE 




LA ROCHE-POSAY 

UlQUKHN 


KERIUM 


MAMftOCMNC mrwxOOQUl 



•^▼IKXOGICAL SMAHPOO 


'UnttcWf m* #»» 


200 ml •**•*"*■• 



KERIUM EXTRA GENTLE 

Physiological shampoo 

with La Roche-Posay thermal spring water 

Frequent use shampoo 
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KERIUM ANTI-DANDRUFF Micro-exfoliating Shampoo 



KERIUM 

SHAmXKSIGCAtMl 

ANTIPEWCULAIRE 


CXAMVW^OO 

ANTI-DANDRUFF 


200 ml v*a* r 
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KERIUM DS 

V WTOOUC N7M» 

ANTIPElllCULAIRE 

-r-MlA ~-w«sn*9UM» 


wnw vw*oo 
ANTI- DANDRUFF 


p*- j 6 ca / FV*t*<vfrt+ 

125 ml - u**/*Frjr** 




Anti Fungal 


Sebo-Regulator 


Keratolytic 


Anti-itching 


KERIUM 

DRY DANDRUFF CREAM 
SHAMPOO 



Moderate / Occasional 
Dry DANDRUFF 


Application 


Frequent use. 


KERIUM 

OILY DANDRUFF 
GEL SHAMPOO 

KERIUM DS (DOUBLE STRENGTH) 
ANTI-DANDRUFF INTENSIVE 
MICRO-EXFOLIATING SHAMPOO 

* 

*** 

** 

* 

** 

*** 


** 

Moderate / Occasional 
Oily Dandruff 

Resistant 

Oily , Dry or Flaky Dandruff 

Frequent use. 

2/ week - for 3 weeks 
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IA ROCHE-POSAY 



KERIUM 

WfOONO<Ofl/^! 

ANTI-CHUTE 


ANTI-HAIRLOSS 

♦WfOOCOMWHK* 


KERIUM 


fMrtnwtMni<i«n 


200 ml 



KERIUM 

ANTI-HAIRLOSS 

shampoo 


KERIUM 

ANTI-HAIRLOSS 

TREATMENT 


KERIUM ANTI-HAIRLOSS TREATMENT 
Men and Women Persistent hair loss .. 


Ingredients : 

1- Madecassoside as Anti-Inflammatory . 

2- Aminexil as increase root adhesion to the scalp. 

3- VIT B5. 

Application : 

12 sprays / day or at least 3 times a week. 



